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PART III 

Sto res Purch ase 


Irrigation Department 

TENDER NOTICE 

[No. CE (MECH/T/4/2013-14] 

No. CMU/P/2412/2012. 26th September 2013. 

The Chief Engineer (Mechanical), Irrigation, 
Thiruvananthapuram for and on behalf of the Governor 
of Kerala invites sealed tenders in original, in prescribed 
form from the original manufacturers or their authorised 
dealers or well established firms for the "Supply of Lift 
Pump set. Auto Transformer Starter and Vacuum Pump set 
for Chemballoor pump house for Ashtamichira Lift 
Irrigation Scheme under Minor Irrigation Division, 
Thrissur". 

Required items—100 TIP Pump set, Auto transformer 
starter 7.5 TIP vacuum pump set with starter as detailed in 
the schedule. 

Qty.— 1 No. pump set, starter 1 No. and 1 No. 
vacuum pump. 


Cost of original tender form—? 1,600+VAT @ 5% 
(Total ? 1,680) 

Date, time and Office of sale of tender documents— 
On all working days between 11a. m. and 3.30 p.m. from 
9-10-2013 to 31-10-2013 from the Office of the 
Superintending Engineer and Deputy Chief Engineer 
(Mechanical) PWD, O/o The Chief Engineer, 
(Mechanical), Public Office Buildings, Museum P.O., 
Thiruvananthapuram-33, Phone 0471-2322634. 

Last date, time and Office of submission of filled up 
tenders— Up to 4 p. m. on 7-11-2013 to the 
Superintending Engineer, and Deputy Chief Engineer 
(Mechanical), PWD, O/o. The Chief Engineer, 
(Mechanical), Public Office Buildings, Museum P. O., 
Thiruvananthapuram-33. 

Date, time and Office of opening of tenders— 
At 4.30 p. m., on 7-11-2013 before the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
O/o The Chief Engineer (Mechanical), Public Office 
Buildings, Museum P. O., Thiruvananthapuram-33. 












Cover containing tenders should be superscribed 
with Tender No. and addressed to the Superintending 
Engineer and Deputy Chief Engineer (Mechanical), PWD, 
O/o The Chief Engineer, Mechanical, Irrigation 
Department, Public Office Buildings, Museum P. O., 
Thiruvananthapuram-695 033. Late tenders will not be 
accepted. 

Tenders will be opened in the presence of tender 
submitted authority or thier authorized representative who 
may be present at that time. If the tender date is 
declared holiday the tender process will be done on the 
next working day at same time and place. The cost of 
tender forms are not refundable under any circumstances. 
Cheques, drafts or postage stamps etc. will not be 
accepted for the cost of tender forms. Tender forms are 
not transferable. 

Tenders are to be accompanied with a preliminary 
agreement executed in Kerala stamp paper worth ? 100 
and EMD equivalent to 1% of the quoted amount in 
favour of the Superintending Engineer and Deputy Chief 
Engineer (Mechanical) PWD, O/o The Chief Engineer, 
Mechanical, Irrigation Department, Public Office Buildings, 
Museum P.O., Thiruvananthapuram-695 033. Tenders 
without EMD and priliminary agreement will not be 
considered. A specimen of agreement is available in the 
tender form itself. Tender form can be obtained by post 
from the above office on payment of value of tender 
documents an additional amount of ? 50 (towards the 
postal and incidental charges) by money order along with 
proper request. Department will not be responsible for any 
postal delay. 

Kerala stamp paper will be supplied to the firm 
outside Kerala along with tender form or payment of 
additional ? 135 (? 100 towards the value of stamp paper 
and ? 35 for incidental charges) which may be remitted 
by money order in advance to the Superintending 
Engineer and Deputy Chief Engineer (Mechanical) PWD, 
O/o The Chief Engineer, 

Mechanical, Irrigation Department, Public Office Buildings, 
Museum P. O., Thiruvananthapuram-695 033 during the 
working hours. 

All other existing conditions related to Irrigation 
Department will be applicable in this tender also. If 
required, the undersigned have right to cancel this 
without assigning any reason therof. 

Gcftrag cnaic36rn(3(SS)jeajsng1 ss ei ecrucn cn<ft>joJaj, 
6)fflc0S)oaolc0fflR53 cnleooio iiladi ng)6Tauloil<n>c3, o^ojcft/ls 
S3ei eam njcn cuilcnl rflda3, 0 ij,oaj 0 l 6 iqji cmajcu traj, (.oj oa>ooo 
QnjcmejjcS njcrn anmamteej ran oil sail jylo eilano gooleoDniicnS 
crd <a>l alien jeojanel eilaod noon 6iamgjo 63oe§o 
tsoaScru enco ac3 <rgoc3§ojo cno<ft>io ojon 6icnigjo 
cnro3tft)jcm«5flcn cru£ionjoi63i3gl08 oilcsono C3i3cn0j6is 

rardocnlcft^RS) ailcmffl6mo0fi)Offl1ra3 arilcscroo ajtacn^j <&ajo1ra3 63ril 
sslcnoS 3(3<ieioamj<ft>c/3 cMd6ml^|j6ica,oggjcmj. 


orajcnca^ajgg amouioi63i3a3— 100 HP, eilnod roan 
SKTUOJo 630<S§0 lSOCl3cn)CBci£]Oac3 OmOc3§OJo 7.5 HP CUOdado ojenj 
6iomgjo gmoc3§csoosjc&jsl eir&icuij,] glcaS aJ06rmro 

(.oJcBdOOo. 

ci3)6rno—ojcnl 6> am o'- 63 an ; crgo(3§c3-S3trn; aiOcftuo 
rucnj-63crn. 

o^^ejocru cnlei : 

63ols3lai0ii— ? 1 . 600 + 5 % cnob. 

7 O 

(6iaO0T51o ? 1,680). 

3(3<^eioam (nJ^osmo eje1<e6ijcm arejaolmijo 0 i 1 <s» 0 ilci!)jo 

a\)fflCD)OJjo -njlaO n(j) 6T2Ul CO 1 Offi O J 61 S c&> 0 0J, 0 £1 Qfflo , 

fflacefflocnIcOORsS, ssejecrunjcn aiteoni, oJ6m1<&i 630anlam 
61c&.§1So, B^JOnldSo njl. 63., 0ll0J CU 01 031 o_IJ0o-33, 

(Snno6rr3 cnamc3 0471 - 2322634-08 cnlanjo 9 - 10-2013 ajcmcaS 
31 - 10-2013 cnscaoaisa a®eio (.nJcncScmciil 3lcnam6®3g1eijo nj<&>03 
11 m6m1 ajcmoS 3.30 a6rol 01610 eje 1 c 06 ijcro 0 iO 6 ni. 

3c8<ieioam am a (3 njl e .so 6 tt§ csiIcsd coilcnijo 
amacsDcnjo— 7 - 11-2013 6i6icnca>j eemrao 4 a 6 ro 1 cn 6 i 0 , 
omjLn-i 6re1ocb n® 6 i 2 ul oil cr»c3 carajog'' 6icuinj^j§1 ^Ine 
a®6T2Ul Oil QQ)(3, 61B <S610 011 c96103 ( njl. CU)6imlcr»J. cuil.), 

6iac061OCn1c06)RS3 iijla0 ng)6mjlcn1cn)OJ61S cfcOO^OeiODo, nJ6im1c&i 630 
nolam 6icfti§1so, «si1fflj(ncnaraiojj0o-33. 

3c8‘i£ioam 0 ijOo 06 ijcm cailcoxmlcmjo amaa»cmjo— 7 - 11-2013 
6 i 6 icn<ft>jecni 0 o 4.30 aemltesi, omjipJ6rr§1ooi a<j)6r2u1colc!C!)c3 <313)03“ 
6)CU1nJ^2§1 njInO n£) 612u1 Cn 1 W c3, 6) B c0610 Cnl <061 03 

(oil. cu)6in1(r»j. cuil.), 6iac06iocn1d36i08 ra£)6ian1cnlc!C!)oj6is 

cftioa^oeicsDo, oJ6in1<£b 630no1cni 6ic&>§lso, 0il0jcnaia0in_ij0o-33. 

3(3aeioomjcft>u3 ai08cft>jcro Acnolaij ajjocorni 3c8neiocni 
cnanajo cmj(.nJ6ns1o(ji 03)612111 cnl ere c8 {313)03“ 6icuin_n,j§1 ojloO 
o3)6i2ii1 cnl co)(3, 61 a <s6i 0 ail <B6i 08 (ojI. cui6im1ci»j. cuil.), 

6iacS6iocnlc06iR53 ojlod o3)6milcnlcQ)oj0s cftoa^oeicnio, nJ6im1c&i 630 
ooleni' 6ia>§1so, cmlfflj cn oi crai ojjao-33, GnO06n3 
cncmc3 0471-2322634 o3)cm csa6ienpjc3rai g6reocD)1ffllc96i6mo. 
oioaoml^ij cn«58<S3jon ac3<^eioonjta.a3 omiltsiolcoeijoncoiei. ac3<^eio 
ornj cQd c /3 cacao oj ao 0 a o§ e ® o C3i3cr»o0g 
(.ojcsil oil oil ca> ol c96ij cm wo gj escscao omoonl fio^ cormlcoS 
OTijo <e6ij on coio 6m“. cruj ca>u3 otijo cB6ijan olcncruo 

c3i3cnuil<sDO06mffi/lca3 ffl®io§sj(3T® (.oJcncScarail dlcncnio ^001 
cniaccDraroijo amoeicotnijo ac3<^eioamjca.<A roijoc06ijon«jio6ni. 
3(3oeioom csoHoo«5K5il0c^ cnlei o®0®iooj cniOoriiija^coTailejjo 
Rjilol^lj cncaStftijancniej. 0oJcO6i, (ojdooOci, Gojocsamsl amoon 
ajcmejoccDcn ac3>^eioam e on 0 o rarsil 0 0^ cnlei cm oral 

amilca>0l<fl6ijan«iiei. a^^eioam Qoeoo6araa3 ffl0ca>aoooo3 
ojosjggcroei. 

acS'^eiocnijtft.cBgoasoojo ? 100 cnl ei w 1 as 
aj(.3 oj l®i enroll 08 Ln-ioro alc&> omaaesi oj (.cmcnjo goualij 
®ijcft)Ci»jas aaj cacsiaooicarmlcn crojei^aocm cnl0011.001^0 
onj l oj 6ns1ocd og)6ian1 oil erec3 C3i3)0g“ 6icuinjj,j§1 ojloe 
o®6i2n1 cnl cmc3, 0a<s6i0 oil <s6i08 (oil. cui6nj1cr»j. cuil.), 

0acS6iocnlc06i03 ojloO o^emilcnlcsDojas ca>o0j,oeic!Q)o, oJ6in1cfe ao 
nolam 0cft)§1so, 0il0jcncna0iojj0o o^am Cojc8cO 0 gggS(S6io 
0oj^6mo. (nJOLoalcft. tfti0ocsoo, cBrejcnasjjaocn) oilocaiLacn^csao 
^eiocmoi ac3 r ‘eioamjcft>c/3 oil0omlc06ij001010601. (.t03in®1cft> 
ca>0ool0o3 aocai^cO) 3c3<^eioam QaeoocscOTmoasoijjo eiej,ao6rn. 


KDoJoe/lroS 3(3<i£jocru (oJ2)0 6it> 63B(/3 rarejcnaa^ajggoj^ 
raracsnJtSiadGcffiOfflsoiTjo 3(3‘i£jocn)l6)r$ originals oileicmco© 
njjocsa ? 50 ((rolffllijj oossSa^ancsiej.) m6mlGCQ)0(3ajDOOoc»l 
tsaRsSajsl fflOaAlcruteejteo catacffiijjcmGfflsrBcmosm. csinJOcsS aj6uo 
amlrao gsreocftijaT) anoocruratoila) g(3i3)8>aj03lcQ>ej. 

ora a oJ <fti( s w o & s o n_| o ? 135 3 (5 ^ej o crul od j e tu 6n§1 

(3racffi^|2®KTT)ora8 (5cft>fflg(3Tm1<T)j fflcugloalejjgg ca>(aoo2<ao^<eo 
aj(.(3nJL(Wo (313 <5» sJJ 6)<ft>0 SJ c0S)J OD (TOO 6TT) (@ 85)1853 ? 100 
aji.3 oJ (85) 8585)16)03 OjlejCDJJo ? 35 @o3onl0JD03853 nJ0(3s®Jo 

rarajce^onj.). fl^nejocrujmoeofl 6njo\i)6)a-|§ ca>2Sj85)(o3 ojlaja>63Bc/3 
si rarcjaoloojlasS oraecninadl^iooS eie^ai 06 rn. 

ssei ecru hjoo ojaj ojIroS 3(8«ejo(rojiaocsj>1 6iuoru)6)rij§ 
aolejoilejjgg n®eio 0Dlcn)ffl63i3gjo gganlciojo 6ruoa)cft.i2i0 6no. 
(313)<u 03 ^ 6)0 a1(03 638>J <a> 0 8) 61D QJ J o cft>jS06)85) @03 

3(3nejo oruj <ft)03 nolo oo>1 < 06)0 orjgg rare cn <e. o oa o aj) 06 )<p 
63rijl§1a)1ces)j0T) geBpcoonnoilcsS CDlcMd1tija5)i206n3. 


Office of the 


Chief Engineer (Mechanical), 
Irrigation Department, 
Thiruvananthapuram-695 033, 
Phone: 0471- 2324589. 


(Sd.) 

Chief Engineer 
(Mechanical). 



